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CHARLES G. DARRACH, Civil & asiaale Engineer, 
HENRY A. MACOMB, Architect. 








Hon. Daniel M. Fox, 
Supt., U. S. Mint, 

Phiiadelphia,. 
Dear Sirs 

In response to your request that we should notify 
William Sellers & Co. of the lack of power transmitted to the 
Coining Room, we would answer that on last Friday we called the 
attention of William Sellers & Co. to this fact, and have this 
morning received a communication asking us for the amount of power 
developed during the recent test in that Department of your Mint. 
Enclosed, please find letter sent to William Sellers e Co., 
this morning, in answer to this communication. 


Very respectfully, 
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Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

September 26, 1887 


Hon. Daniel M. Fox, 
Supt. U.S. Mint, 
Philadelphia. 


Dear Sir: 


In response to your request that we should notify William Sellers & Co. of the lack of 
power transmitted to the Coining Room, we would answer that on last Friday we called the 
attention of William Sellers & Co. to this fact, and have this morning received a communication 
asking us for the amount of power developed during the recent test in that Department of your 
Mint. Enclosed, please find letter sent to William Sellers & Co., this morning, in answer to this 
communication. 


Very respectfully, 
Wilson Bro. & Co. 


